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STATES WHICH HAVE FILED APPLICATION FOR MEMBERSHIP, TO
BE CONSIDERED AT THE ASSEMBLY MEETING BEGINNING
NOVEMBER 15, 1920.

San Marino        ....    April 23, 1919.

Georgia.....    May 21, 1919,

Iceland.....    July 25 1919.

Luxemburg        .         .                .    February 23, 1920.

Ukraine.....    February 25, 1920.

Esthonia.....    April 8, 1920.

Monaco.....    May 3, 1920.

Finland     ....    May 8, 1920.

Armenia.....    May 13, 1920.

Latvia.....    May 14, 1920.

Liechtenstein     ....    July 23, 1920.